224                                               Chloride of Lime in Sanitation.

In a 5% chloride of lime solution to which hydrochloric acid had been
added anthrax spores were killed in two minutes.

In steam sterilized feces, infected with typhoid bacilli, chloride of lime de-
stroyed the pathogenic germs with from two to ten minutes under varying
conditions when present to the amount of 1: 200 on the mixture.
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